First  Methodist  Church,  9th  ond  Bridges  Streets,  Morehead 
City,  N.  C.  Authorized  November,  1948;  Completed  Octo- 
ber,'1950,  at  cost  of  approximately  $200,000,  ond  dedi- 
coted  November  2,  1952. 
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